Ergo Knife with & Thumb Grip™ 


See more details on www.GoldenGrips.com 
Revol utionary New Ergonomic Handl e — 


33% More Surface area then regular knife handles 

Designed to give weak hands more Grip Strength 

Designed to fit the shape of your Thumb and Hand. 

Light weight design is fun and easy to use with less Effort 

Have more Control over knife blade, no slips, Safe to use. 

^ Thumb Grip™ Handle supports your hand with more Comfort 



Features: 

Revolutionary handle design is US Patented, International Patents Pending 
Heat resistant durable handle is dishwasher safe 
Never sharpen permanently bonded Serrated Blade 
Available in 5 styles [Right hand style shown] 

c S inch Chef Knife 

c 8 Vi inch Bread Knife 

o 7 inch Carving Knife 

c 6 inch Jumbo Steak Knife 

c 6 inch Filet Knife 
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